AMENDMENT NO. 1 MARCH 1997 


TO 
11844 : 1987 SPECIFICATION FOR CORRUGATED FIBREBOARD 
BOXES FOR TRANSPORT PACKAGING OF APPLES 


(Page 2, clause 2.1, line 2) - Substitute 1990" for roar Tt i. 


(Page 6 , clause 5.4, line 4) - Substitute “1987° for “STS 


(Page 6 , clause 5.5) - Substitute the following for the existing ~ 


text: 


“The flaps of the box shall be capable of being folded through 


18@° inside and then 189° outside boxes along the line of 
creasing without cracking of the board or facing.” 


(Page 8 , table 1, sl.no. 4, column 6 ) - Substitute °1987° for 
“S973; ‘ 
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